OCCUPATIONAL HAZARDS’ 
1993 FEATURE INDEX 








A complete listing, by major subject areas, of feature articles appearing in 
Occupational Hazards in 1993. 


Title Month Page Title Month Page _ Title Month Page 


Environmental Management Will OSHA Bar the Door to Chemical Spills Sep. 137 
EPA: Changing Shades of Workplace Smoking? July 27. Respiratory Protection: 

Green Jan.33 Cutting Through the OSHA Putting the Worker First Oct. 41 
ISEA Communique Jan. 55 Jungle Sep. 83  Right-Sizing Health and 
Environmental Compliance: New Ideas From the Safety Nov. 61 

You Better Know Your Neighborhood Sep. 89 Future Safety: Are You 

ABCs Feb.41 OSHA Reform: Will Ready for the Road 
Form R: A Problem of Congress Force the Issue? Sep. 91 Ahead? Dec. 23 

Definition Mar.49 Voting forChange atOSHA Sep. 93 
Environmental Auditing: A Industry's Prescription for Occupational Health 

Measure of Safety May 73 Environmental Reform Sep.99 Coping with the “C” Word Jan. 49 
EPA’s New Push for MSHA Ups the Ante in Mine Occupational Infectious 

Pollution Prevention June 33 Safety Enforcement Sep. 143 Diseases: A Call for Action Feb. 33 
The Proposed Federal Hazard Communication: Lead: A Weighty Issue in 

Sentencing Guidelines for Clearing Up the Confusion Oct. 35 Construction Safety Feb. 36 

Environmental Crimes July 46 Effects of OSHA Reform on Designing Managed Care for 
Emergency Planning for Enforcement and Workers’ Compensation Feb. 49 

Chemical Spills Sep. 137 Litigation Oct.45 Multiple Chemical 

EPA: The Other Worker Sensitivity: Myth or 
Ergonomics Safety Agency Nov. 49 Reality? April 53 
What Should OSHA Do Forecast ‘94: Clinton’s OSHA Fine-Tuning First Aid June 38 

About Ergonomics? April 31 to Take Off the Wraps Dec.33 Are We Ready to Regulate 
Are We Ready to Regulate Regulatory Reason Dec. 41 Cumulative Trauma 

Cumulative Trauma Disorders? June 51 

Disorders? June 51 Industrial Hygiene Breaking Through the 
A Pain in the Back Aug. 27 Indoor Air Quality: A Silence: How to Protect the 
How to Start a Successful Modern-Day Dilemma Mar. 11 Hearing Impaired July 32 

Ergonomics Program Sep. 122 Confined Space Safety: A Pain in the Back Aug. 27 
Musculoskeletal Support Getting Into Compliance Mar.31 Attacking Asthma in the 

Devices: Panacea, Placebo, AIHCE: Building Alliances May 15 Workplace Aug. 43 

or Pathogen? Dec. 37 __ Leaders in the Field May 49 = Lead: Legal Alchemy Aug. 43 

Testing the Limits of Chasing the Missing Link Sep. 116 
Federal Regulation and Legislation Industrial Hygiene May 56 Beating Heart Attacks in the 
OSHA’ 93: The Agency in Communication: The Key to Workplace Sep. 133 

Transition Jan. 29 Success May 85 Nevada's Gold Mines: A 
The Coming Battle Over Shedding Light on Challenge for Emergency 

OSHA Reform Jan. 38 Professional Ethics July 38 Response Sep. 147 
Protecting Your Audits From Computerizing Safety and ADA and Occupational 

Compelled Disclosure Feb. 53 Health Aug. 32 Health: A Status Report Oct. 55 
Health Care Reform Stirs Professional 

Workers’ Comp Concerns April 37 Communications by Personal Protection 
OSHA Settlements: The Computer Aug. 37 ISEA Communique Jan. 55 

Rules Have Changed May 89 Thin-Skinned: The Risks of 1993 Directory Jan. 105 
EPA’s New Push for Dermal Exposure Sep.111 Seeing the Value of Eye 

Pollution Prevention June 33. Emergency Planning for Protection Feb. 27 
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Safety Manufacturers Elect Safety and Quality: Two at Georgia Gulf Oct. 51 
Officers July 11 Sides of the Same Coin April 47 Is Your Safety Committee 
Fall Protection in a Stall Sep.128 Morenci Mines Safe legal? Nov. 35 
Respiratory Protection: Production May65 Making Safety and Quality 
Putting the Worker First Oct.41 Safety and Quality at PPG Work Together Nov. 55 
SmithKline Suits Up for Industries May 79 _ Right-Sizing Health and 
Safety Nov. 40 High-Tech Summer School: Safety Nov. 61 
Selecting Protective Clothing ASSE ‘93 June 13 Future Safety: Are You 
for Emergency Medical Safety Management in Tight Ready for the Road 
Operations Nov. Times June 27 Ahead? Dec. 23 
Can Cooperation Tame The New Rules for Safety 
Safety Management Workers’ Comp Costs? June 43 Training Dec. 27 
Why Sonoco is Committed to Ironworker Fatalities in 
Safety . Construction June 47 Speaking Out 
Protecting Your Audits From Informed Ascent July 43 Rep. Robert E. Andrews Jan. 97 
Compelled Disclosure 5s Computerizing Safety and Jim Oppold Feb. 86 
Safety Training for a Salad Health Aug. 32 Franz Schneider April 84 
Bowl Society : Professional Larry Birkner May 132 
3M Labs Build on Safety Communications by Larry Hansen Sep. 250 
Incentives Success ; Computer Aug. 37 Lynn Goldstein Oct. 59 
Flow Charting Your Way to Building Safety into Win Froelich Nov. 65 
HSE Compliance : Construction Sep. 105 
How to Develop a Crisis Fail Protection in a Stall Sep. 128 
Communication Plan ‘ NSC Offers World-Class For reprints of any article appearing 
Building an ‘Effective Solutions Sep.51 |in Occupational Hazards in 1993, 
Program’ Against Violence in the Workplace: A contact Phyllis Dixon at 1-800-659- 
Corporate Criminal Cry for Help Oct.29 |171C. 
Liability April43 Safety and Quality: Success 


Don't let CONFINEDsnaces put you in a bind! 


: : ; Please send me L ] copies of 
If your company is one of the 240,000 workplaces in the U.S. covered by |; PERMIT-REQUIRED CONFINED 


OSHA’s new confined space safety standard, your compliance duties just | SPACES: 

got tougher. Employers without a comprehensive program will have to ; A COMPLIANCE GUIDE. 
address the requirements for site analysis, monitoring, permit systems, | Price: $24.95 per Guide. Special 
recordkeeping, and training in their confined space safety programs. | discount rate for 5 or more: $21.95. 


' | Name: 
OCCUPATIONAL HAZARDS Magazine can help ensure that your company isin | Tjtie- 


compliance with the new regulation. PERMIT-REQUIRED CONFINED SPACES: A 
COMPLIANCE GUIDE is a practical tool that offers expert advice on: i Mailing Address: 


* Determining if a confined space meets OSHA's entry permit requirements. | Country/Postal Code: 

¢ Developing sound entry procedures. | Please Bill My: VISA MWC AMEX 

¢ Training entrants, entry supervisors, and attendants. DISCOVER DINERS CLUB 
¢ Establishing procedures for atmospheric testing. | Acct. No. 























: Company Name: 














The Guide also includes a ! Exp. Date: 
complete copy of the 102-page ; Signature: 
standard (29 CFR 1910.146), j Phone: ( ) 
Ha} preamble, and appendices. 











| (-] Check or money order. 

| Make payable to: Occupational Hazards. 
: | Payment must accompany order. 
Make sure you are in | Mail to; COMPLIANCE GUIDE 
compliance. Order your copy of | Occupational Hazards 

the Guide today. Call 1-800-326- I 1100 Superior Avenue 
4146 to order, or return the coupon ! Cleveland, OH 44114-2543 

at right. Please include payment for ! or 

quick processing. 3 Cali today! 1-800-326-4146 
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